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BILL NO. S-70-11- / ^ 

SPECIAL ORDINANCE NO. S- /4*-70 

AN ORDINANCE approving a contract with EXIDE 
POWER SYSTEMS DIVISION E.S.B., INC. for Set of 
Storage Batteries and Rack for Wallace Street 
Substation . 



Read the first time in full and on motion by -a., . seconded by 



-the _ day of 196 , at ~ o'clock , 


Date: 







Read the third time in full and on motion by 


City Clerk 





seconded by 


Passed ®3§ST) by the following vote 


and duly adopted, placed on its passage. 


AYES 7 


NAYS 


O, 








Adams 
Dunifon 
Fay 
Geake 
Nuckols 
Robinson 

Rousseau 

Steigerwald is 
Tipton 




ABSTAINED 


ABSENT 


to -wit : 



City Clerk ^ Pb^siding 

Presented by me to the Mayor of the City of Fort Wayne, Indiana, on the 
of ■ , 196 7 d at the hour of 'f t o'clock jf .M.,E^.T. 



City Clerk 

Approved and signed by me this day of . 4 ) J 

at the hour of 4'- i4 o'clock 4 .M.,E.S.T. 


19^j2_ 



Mayor 


Bill No . S-70-11-12 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 3 your Committee on City Utilities to whom was referred an Ordinance 

approving a contract with EXIDE POWER SYSTEMS DIVISION E.S.B., INC, for Set of 

Storage Batteries and Rack for Wallace Street Substation, _ _ 


have had said Ordinance under consideration and beg leave to report back to the Common 


Council that said Ordinance 


PASS . 


WILLIAM K. GEAKE , Chairman 

JACK K. DUNIFON, Vice-Chairman 


CELIA ANN FAY 


JOHN NUCKOLS 


EDWIN J. ROUSSEAU 



CONCURRED IN 

pAj p F UAD G. BONAHGOM, CITY CLERK 


